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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 046458 
ORIGIN ARA-10 

INFO OCT-OI ISO-00 FPC-OI FEA-OI EB-08 /02I R 

DRAFTED BY ARA/CAR:GDESANTILLANA/KAR 
APPROVED BY ARA/CAR:GDESANTILLANA 

031136 130003/10 

R 022223Z MAR 77 

FM SECSTATE WASHDC 

TO AMEMBASSY SANTO DOMINGO 

UNCLAS STATE 046458 

E.O. 11652: N/A 
TAGS: ENRG, US, DR 
SUBJECT: US ELECTRIC RATES 

REE: CARR AGHFR/DFS ANTII ,I .ANA TELECON 

FOLLOWING ARE TYPICAL RESIDENTIAL ELECTRIC BILLS IN 
THREE MAJOR US CITIES, ACCORDING TO EEDERAL POWER 
COMMISSION PUBLICATION, "TYPICAL ELECTRIC BILLS 1976 
ALL DATA AS OF 1/1/76, PER 1,000 KWH: NEW YORK - DOES 
68.18; CHICAGO - DOLS 31.25; WASHINGTON DC - DOLS 34.05. 

DURING 1975, STATE AVERAGE TYPICAL RESIDENTIAL BILLS RAN- 
GED FROM LOW OF DOLS 12.52 IN WASHINGTON STATE TO HIGH 
OF DOLS 54.25 IN NEW YORK, PER 1,000 KWH. COPY OF FPC 
PUBLICATION BEING POUCHED TO EMBASSY. 

VANCE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: FEES, SURVEYS, PUBLIC UTILITIES 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 02-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE046458 

Document Source: CORE 

Document Unique ID: 00 

Drafter: GDESANTILLANA/KAR 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770073-0391 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770399/aaaadjwo.tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 8dbfd7be-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 14-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3226493 
Secure: OPEN 
Status: NATIVE 
Subject: US ELECTRIC RATES 
TAGS: ENRG, ELEC, US, DR 
To: SANTO DOMINGO 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/8dbfd7be-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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